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> | Exhibit, Res 


No, No. Nomenclature _ ty. | Unit Price 


1 $621LM Partial Pressure Suit 2 $1,011.86 $2,023.72 
for -168 and -169 


Delivery: As Soon As Possible 


Prices are fair and reasonable and this 
Exhibit is hereby approved, 


2,023.72 Contractor warrants prices conform to tl 

— - price formula in effect on date of this 

Exhibit. 
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